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Message Text 

CONFIDENTIAL 

PAGE 01 ACCRA 01921 091629Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO SY-05 /022 W 

035152 091714Z/45 

P R 091458Z MAR 78 
FM AMEMBASSY ACCRA 
TO SECSTATE WASHDC PRIORITY 2581 
INFO AMEMBASSY ABIDJAN 

CONFIDENTIAL ACCRA 1921 

DEPT FOR A/SY/OPS/FO&T AND A/OC/S 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: CCC RENOVATION 

1 . POST IN PROCESS OF RENOVATING CCC AREA. INTERIOR VAULT 
IN C&R PORTION WAS FITTED WITH OLD DIEBOLD FIRE DOOR THAT 
IS NOW BROKEN AND CANNOT BE REPAIRED SATISFACTORILY. 

2. C&R VAULT AREA IS USED TO STORE SAFES CONTAINING CRYPTO 
TAPES. CCC AREA ITSELF DOES NOT MEET CURRENT VAULT 
SPECIFICATIONS AND IS NOT PROTECTED BY AN APPROVED VAULT 
DOOR. 

3. PLEASE ADVISE IF STORAGE OF TAPES IN APPROVED CONTAINERS 
INSIDE CCC AREA IS ADEQUATE OR IS ADDITIONAL SAFEGUARD OF 
INTERIOR VAULT REQUIRED. IF INTERIOR VAULT ABSOLUTE 
NECESSITY, POST DESIRES TO USE TDY SEBEES PRESENTLY HERE TO 
INSTALL REPLACEMENT DOOR (POST HAS BOTH A MOSLER CLASS V 
AND A MOSLER FS-32 IN STOCK). PROJECT WOULD REQUIRE THAT 
SEABEES REMAIN ADDITIONAL TWO WEEKS. 

SMVH 

CONFIDENTIAL 
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